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Message Text 


LIMITED OFFICIAL USE ROME 9047 

CASABLANCA FOR RTC, DEPARTMENT FOR SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SENTRY WALK-THROUGH METAL DETECTOR FOR VALLETTA, MALTA 

1 . PLEASE FURNISH A SENTRY WALK-THROUGH METAL DETECTOR TO THE 
EMBASSY IN VALLETTA. THE UNIT IS AN INTEGRAL PART OF THE 
EXTENSIVE CHANGES IN THE PUBLIC ACCESS CONTROLS WHICH WILL 
SOON BE UNDERWAY AT POST. 

2. EMBASSY VALLETTA WILL NOTIFY RTC OF RECEIPT OF UNIT AND 
REQUEST (INFO RSO, ROME) RTC TO SEND SOMEONE TO INSTALL 
AND CALIBRATE THE UNIT. GARDNER 
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